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UNCLASSIFIED 

PAGE 01 KUALA 00518 200837Z 
ACTION HEW-06 

INFO OCT-01 EA-12 ISO-OO OES-07 /026W 

076271 210025Z/45 

R 200730Z JAN 78 

FM AMEMBASSY KUALA LUMPUR 
TO SECSTATE WASHDC 1848 

UNCLAS KUALA LUMPUR 0518 


Message Text 


E.O.l 1652: N/A 

TAGS: OGEN, EIND, ETRD, TBIO, MY 

SUBJECT: FDA ADVISORY - MALFUNCTIONING MEDICAL DEVICE 
RECALL T-034/035-8 


REF: STATE 13487 


REFTEL DOES NOT LIST ANY MALAYSIAN CONSIGNEE TO NOTIFY. 
PLEASE ADVISE. 

MILLER 


UNCLASSIFIED 
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